United States Department of Agricuiture 
Animal and Plant Heattli Inspection Service 




INSPECTION REPORT 


TEXAS TECH UNIVERSITY 

ACRC 


Customer ID; 1480 
Certificate: 74-R-01 08 


BOX 42002 

LUBBOCK, TX 79409 2002 


Site: 001 

TEXAS TECH UNIVERSITY 

Insoection 

Type: ROUTINE INSPECTION 
Date: APR-16-2003 


NO NON-COMPLIANCES IDENTIFIED THIS INSPECTION. 


Prepared By; 

Title 
Received By 


KJOS, VMO . US}^, APHlSf Animal Care 

Iter ID: 4013 





Date; 

APR-16-2003 


Title 


Page i cr .i 


Date: 

APR- 16-2003 




